Calcium fluoride (CaF2) is considered sparingly soluble in water, which means it dissolves to a very limited extent
Hydrofluorosilicic acid (H2SiF6) is typically produced as a byproduct during the manufacture of phosphate fertilizers or from the production of aluminum